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meaning in Greek 'not cuttable1. The indestructible nature of
the atom is, however, disproved after atom-smashing, the
atomic bomb.
Dalton paved the way for interpretation of 'atomic weight1
of a substance. He made a table of atomic weights.
However, he erred in the case of water. He said one
"simple" of hydrogen combines with one "simple" of oxygen
to give one compound water (HO) ; he didn't know that two
hydrogen atoms combine with one oxygen atom to form water
(H20).
7. He devised a system of chemical symbols for elements,
8. He discovered butylene, ether.
This modest quiet man of Quaker faith received Gold
Medal from the Royal Society of England in 1826. The French
elected him to their Academy of Sciences.
As legend goes, forty thousand people filed past his bier
when he died in 1944; thus he was respected on his deathbed,